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LIMITED OFFICIAL USE SECTO 10044 

E.O. 11652: N/A 

TAGS: OVIP (KISSINGER, HENRY A.) 

SUBJECT: SECVISIT: ROOM AND CAR ASSIGNMENTS 

1. ISA SABBAGH (PASSPORT INFORMATION NOT AVAILABLE) 
WILL ARRIVE ON SECRETARY'S AIRCRAFT FROM DAMASCUS. 
PLEASE PROVIDE ROOM AT KING DAVID. ASSUME HE WILL 
BE IN HELICOPTER 2 AND CAR 6. 

2. ASSUME EASTER AND SCHMIDT (WHCA) WILL ALSO BE IN 
HELICOPTER 2 AND CAR 6. 
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